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ISSUED FROM THE OFFICE OF THE COMMANDANT 


MEDICAL LIBRARIANS’ MEETING 


The forty-sixth annual meeting of the Medical Library Asso- 
ciation will be held in Cleveland, May 27-29, with headquarters at 
the Wade Park Manor. Features of the program include a “Sym- 
posium on Visual Aids and the Medical Library” as well as addresses 
by Dr. Morris Fishbein and Dr. W. B. McDaniel, II. 


Mr. Scott Adams, Acting Librarian of the Army Medical 
Library will speak on “The Library of Congress Mission to Europe.” 
Miss Helen G. Field of the Catalog Division will serve as moderator 
of the Librarians’ Symposium. Colonel Harold W. Jones, formerly 
Director of the Army Medical Library, is to discuss “Problems in 


the Construction of a Medical Dictionary.” 


DUTCH “BLUE BABY” OF 1777 


A “blue baby” described in 1777 by Edward Sandifort, pro- 
fessor of surgery, anatomy and medicine at the University of 
Leyden, Holland, has been brought to the attention of the medical 
profession recently through a translation from the Latin of a rare 
old book at the History of Medicine Division of the Army Medical 
Library. 


Previous to this the congenital heart disease of infants and 
children known as “blue babies” has been called the “tetralogy of 
Fallot” because A. Fallot described it in 1888. 


The translator, Miss Lydian Bennett, a Latin teacher of East 
Liverpool, Ohio, believes that on the basis of the translation, this 
abnormality of the heart of blue babies should be termed “tetralogy 
of Sandifort” since the Leyden professor beat the Frenchman by 111 
years. 


Miss Bennett came to Cleveland to make the translation for a 
thesis which represented part of the requirements for her master’s 
degree at the University of Pittsburgh. Her translation has since 
been printed by the Bulletin of the History of Medicine. 
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MICROFILM COPYING SERVICES 


As an advocate of free microfilm copying as an extension of 
library service, Dr. Atherton Seidell,; an Honorary Consultant of 
the Army Medical Library, has left for Paris to extend his installa- 
tions of such services in French medical libraries. Two of these are 
now in operation; one in the library of the Institut Pasteur and the 
other in that of the Faculte de Medicine. This year Dr. Seidell 
expects to inaugurate similar free services in the libraries of the 
Academie de Medicine and Ecole de Pharmacie. 


He will also endeavor to promote international cooperation in 
medical and other scientific documentation through the World 
Health Organization and Food and Agricultural Organization of 
the United Nations. 


TRANSLATION SERVICES DISCONTINUED 


The Translating Section in the Office of the Librarian and all 
public translation functions of the Library will be discontinued as 
of 1 May 1947. 


During the war, under the supervision of Mrs. Regina Plavsky, 
this Section rendered invaluable services to the Library, the Medical 
Department and the medical profession, and its members are to be 
commended for their good work. Demands for translations have 
lessened, and the Section can no longer be maintained as a separate 
unit. The personnel of the Section will be detailed to the Index- 
Catalogue Division. 


NEW LITERATURE LISTS 


Literature lists compiled by the Reference Division during the 
past month include the following subjects: Color Therapy; Treat- 
ment of Rabies; Injurious Effects of Working with Pneumatic 
Tools; Psychology of Fear; and the Liver in Graves’ Disease. 


MEETING OF THE EXECUTIVE COMMITTEE OF 
A. M. L. HONORARY CONSULTANTS 


A meeting of the Executive Committee of the Honorary Con- 
sultants to the Army Medical Library will be held at the Allen 
Memorial Library in Cleveland on May 27, concurrently with the 
Medical Library Association meeting. The agenda calls for con- 
sideration of a slate of officers to be balloted on at the next meeting 
and a report from the Cominandant of the Army Medical Library. 
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Those scheduled to attend this meeting include Dr. John Ful- 
ton, President of the Association; Colonel Harold W. Jones, Secre- 
tary-Treasurer; Dr. Chauncey D. Leake; Dr. George F. Lull; Dr. 
Wilburt C. Davison; Dr. Morris Fishbein; Dr. Robert M. Stecher; 
Colonel Joseph H. McNinch, Commandant, and Mr. Scott Adams, 
Acting the Librarian. 


NEW SERIALS 


Samples from a selected list of new serials which have been 
added to the Library’s collection since January 1, 1946: 


Postgraduate Medicine—Minneapolis, Minn.—Official Journal of 
the Interstate Postgraduate Medical Association of North 
America. 


Atomes—Paris—Tous les Aspects Scientifiques d’un nouvel age. 


Journal of Dental Medicine—New York—American Academy of 
Dental Medicine. 


Abstracts of World Surgery, Obstetrics and Gynaecology—London 
—British Medical Association. 


American Journal of Psychotherapy—Lancaster, Pa.—Official Or- 
gan of the Association for the Advancement of Psychotherapy. 


Abstracts of World Medicine—London—British Medical Associa- 
tion. 


Social Service Digest—San Diego, Calif.—Monthly Digest of social 
work literature. 


Medical Bulletin—U. S. Army—Office of the Chief Surgeon, Euro- 
pean Theater of Operations. 


Tuberculosis, Index and Abstracts of Current Literature—London 
—National Association for the Prevention of Tuberculosis. 


Journal of Endodontia—Chicago—American Association of Endo- 
dontists. 


Klinische Medizin—Vienna—Osterreichische Zeitschrift fur Wissen- 
schaftliche und Praktische Medizin. 


Revue Belge de Science Dentaire—Brussels—Belgisch tijdschrift voor 
tandheelkunde. 


Ars Medici—Brussels —Revue internationale pour. le Medicin pra- 
ticien. 
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The American Psychologist—Baltimore—American Psychological 
Association. 


Proceedings of Royal Australasian College of Physicians—Syndey, 
Australia. 

British Journal of Social Medicine—London. 

Optik—Stuttgart 

T herapie—Paris—Revue de therapeutique et de pharmacodynamie, 

Zeitschrift fur Naturforschung—W iesbaden. 

Acta Cardiologica—Brussels 

Professional Staff Proceedings—U. S. Army, Halloran General Hos- 
pital, Staten Island, New York. 

Clinica Fisiologica—Rio de Janeiro. 

Der Krebsarzt—Vienna 

Oftalmologicheskie Zhurnal—Odessa. 

Il Farmaco, Scienza e Tecnica—Pavia. 


An ACHROSTICK 


We find the following poem at the beginning of William 
Salmon’s SYNOPSIS MEDICINAE, or a COMPENDIUM of 
Astrological, Galenical, and Chymical PHYSICK, published in Lon- 
don, in 1671: 

Upon the Author and his 


SYNOPSIS MEDICINAE 


ould you both Hermes and Apollo see 

ustly conjoyn’d? Physick, Art, Eloquence? 
et but this little Book perused be, 

earning profound, it briefly doth dispense. 
udiciously then give my friend his due, 

nd know his Mercury is truly such, 

ay please the Vulgar and the Learned too. 


ure tis his lot to live; his Work shall praise, 

nd crown his brows with Truth, if not with Bays. 
et th’ learned speak; I freely do profess, 

uch greater Volumns do contain much less. 

rder, his Method, Language, I commend, 

ature and Art, his Physicks comprehend. 


ZOZrM>w ZeurrHeg 


—Jacos LAMB. 














